50— OUR  LADY  OF  GRACE  CATHOLIC 
CHURCH.  GREENSBORO,  N.  C. 

Our  Lady  of  Grace  Catholic  Church  given 
by  the  late  Julian  Price  in  memory  of  his  wife 
Ethel  Clay  Price,  with  his  son  Ralph  C.  Price 
and  daughter  Mrs.  Joseph  McKinley  Bryan 
assisting,  and  known  as  the  Price  Memorial. 
The  style  of  architecture  is  French  Gothic. 
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